NEWS ISSUE 


* 
—_ 





HARVEY C. COUCH 


President Arkansas Power & Light Company, whose TVA power 


contract is being opposed by the House public power group 





F 
a 
a 
§ 
® 
: 
i 
® 
a 
id 
% 


























1926 
146 Watts 


How 





385 Effective Lumens on Road 


1937 
195 Watts 


1937 


216 Watts 
1500 Effective Lumens on Road 


THIS PROGRESS HELPS YOU 


HEN you consider what the public gets for 

its money, there are few branches of the elec 
trical business that can show greater progress than 
lighting. And there is hardly a better builder of 
good will. Take street and highway lighting for ex- 
ample. It is thoroughly practical, today, to deliver 
three to four times as many lumens per watt on 
the road surface as it was ten years ago. G-F 
engineers have therefore enabled power companies 
to meet present-day demands for improved street 
and highway lighting that would have been im- 
practicable in 1926. 
Improved lamps and luminaires are but one exam- 


ple of modern engineering development that enables 


GENERAL @ ELECTRIC 


you to build good will by delivering more light for 
more people at less cost. We can point out equally 
important advances in turbine-generators, switch- 
gear, transformers, and other essential equipment, 
all of which represent, as compared with the equip- 
ment available only a few years ago, reduced instal- 
lation, operating, and maintenance costs. 

It pays to select equipment that embodies improved 
design and advanced engineering—for two reasons: 
First, you get more value for your money ;and second, 
you encourage the manufacturer to do more of this 
kind of work. The result is continued progress of 
the industry—and therefore of your own 


company. 
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: House PublicPowerGroup Opposes 
TV A-Arkansas Power & Light Deal 


Rankin says bloc will protest to President Roosevelt contract for 
resale of federal agency’s surplus energy—Fight to have “yardstick” 
maintained threatens drive to slash TVA funds 


Protests against the contract signed 
by the Tennessee Valley Authority and 
the Arkansas Power & Light Company 
for the sale of surplus TVA power for 
distribution in Arkansas have been 
expressed by leaders of the House pub- 
lic power group. 

Representative Rankin, Dem., of 
Miss., a spokesman for the bloc, said 

oad that he opposed the contract because it 
threatened the administration’s power 
yardstick. The TVA-Arkansas Power 
contract did not specify resale rates 
for the surplus power to be generated 
by the gigantic federal hydro project. 


Storm brewing 


“Another storm now brewing within 
the administration’s ranks and one 
which threatens President Roosevelt’s 
entire power program,” Mr. Rankin 
said, “is that growing out of the pro- 
‘ posed contract between the TVA and 

the Arkansas Power & Light Company. 
under which it is proposed to sell 
TVA power to the latter concern to he 


retailed for profit without applying 
the yardstick.” 


, When the contract was signed it was 
's Viewed as one providing TVA with a 
f market for its surplus power, a market 

which the agency has been unable to 
n 


gain since its inception. Since the 
rmination of the TVA-Commonwealth 


& Southern agreement the TVA has 


lost considerable revenue because the 
utilities are generating their own 
power rather than purchasing it from 
TVA. 

The public power advocates last 
week outlined plans by which they 
said they would seek to have the con- 
tract set aside or recalled on the 
grounds that it “not only fails to em- 
body the administration’s power yard 
stick but that it violates both the letter 
and the spirit of the law.” 


Take fight to Roosevelt 


Mr. Rankin indicated that he would 
take the fight against the contract to 
the President. He indicated that som- 
members of the group were outspoken 
in their protests to the point where 
they would oppose any further ap- 
propriations for TVA or other power 
developments unless the contract is 
recalled. 

“This group will also urge that at 
least $100.000.000 of the $1,500 000,- 
000 provided in the so-called Relief 
Bill be used for the construction of 
rural power lines.” Mr. Rankin said. 
The group will also press for TVA to 
build transmission lines throughout the 
territory for distribution of TVA 
power, it was stated. 

It was pointed out by Mr. Rankin 
that his group will protest against the 
TVA’s selling electricity retail to such 


companics as the Aluminum Company 
of America and the Monsanto Com- 
pany, but to recommend that it be sold 
through municipal or co-operative dis- 
tribution agencies. 

The contract, signed by David E. 
Lilienthal for the TVA and Harvey C. 
Couch, president of Arkansas Power 
& Light, must be approved by the 
Arkansas utilities commission and the 
Federal Power Commission before it 
becomes effective. 


New TVA Pact Signed 


by Aluminum Company 


Tennessee Valley Authority this 
week announced a new contract and 
the amendment of an existing contract 
for the sale of power to the Aluminum 
Company of America for expansion 
of its operations at Alcoa. Combined 
contracts cover 30,000 kw. of firm 
power at $24 a year, 30,000 kw. run- 
of-stream secondary, available 75 per 
cent of the time, at 24 mills per kilo- 
watt hour, and 40,000 kw. dump 
power at 2.27 mills when and as avail- 
able. Total revenue approximately 
$1.500,000 annually. 

Power will be delivered over a re- 
cently completed 35-mile, 154,000- 
volt transmission line connected with 
Norris Dam. Term of contract is ex- 
tended from ten to twenty years with 
cancellation clause on five years 
notice after five years of service if 
TVA needs power elsewhere. 

Old provision, giving TVA Alcoa 
power for construction of Hiwassee 
Dam, is liberalized to permit subse- 
quent distribution of energy in North 
Georgia by TVA at points where 
the aluminum system is closer than 
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that of the Tennessee Valley system. 

The Aluminum Company stated that 
the TVA power will be used in an ex- 
pansion. The company expects to 
spend $15,000,000 to provide added 
facilities for reproduction of virgin 
aluminum and for additional fabri- 
cating units and other equipment. 
The program calls for additional 
employees. 

* 


Pennsylvania Merger 
Nears Completion 


Pennsylvania Edison Company has 
filed an application with the Pennsyl- 
vania Public Utility Commission to 
merge Metropolitan Edison Company, 
Reading, Pa. Pennsylvania Edison is 
the former Penn Central Light & 
Power Company. Pennsylvania Edi- 
son and Metropolitan Edison serve 
contiguous territory in central Pennsyl- 
vania and have interconnected lines. 
Both are units of NY PA NJ Utilities 
Company. The combination of these 
two companies will further simplify 
the corporate structure of the Asso- 
ciated Gas & Electric System. 

This application is the last of a 
series of proposed mergers which will 
result in the ultimate combination of 
the Pennsylvania operating units of 
the Associated System into one com- 
pany, namely, the Pennsylvania Edison 
Company. 

Last week Metropolitan Edison Com- 
pany filed application with the com- 
mission to merge Glen Rock. Electric 
Light & Power Company. 


New Bonneville Power Bill Viewed 


as Compromise to Meet Objections 


Mansfield measure places responsibility for operation and mainten- 
ance of federal hydro-electric project with Army engineers — Federal 
Power Commission to determine schedule of wholesale rates 


The new bill for the disposition of 
Bonneville power, recently introduced 
by Chairman Mansfield of the House 
rivers and harbors committee, includes 
a provision referring the revision of 
Boulder Dam power rates to an un- 
specified federal agency for decision 
after study and public hearings. A 
report is directed before Dec. 31. 1937. 

The bill is understood to be based 
upon a compromise among several 
pending measures that will be accept- 
able to the full committee. It places 
responsibility for the operation and 
maintenance of the entire Bonneville 
plant with the army engineers who are 
directed to install additional gener- 
ating equipment as called for by a 
Columbia River administrator to be 
appointed by the Secretary of the In; 
terior. The administrator will market 
the power and will be advised by a 
three-man committee representing the 
War Department, Interior Department 
and Federal Power Commission. 


Specify resale rates 


He will build, buy or condemn dis- 
tribution facilities and enter into power 
contracts extending not more than 
twenty years with rate revisions at 





PROMOTE ENGINEERING EDUCATION—The function of the engineer in public 
service was stressed at the annual meeting of the Society for the Promotion of Engineer- 
ing Education in Cambridge, Mass., last week. Left to right—Henry M. Wriston, presi- 
dent of Brown University; Harry P. Hammond, president of S.P.E.E., and Karl T. 





Compton, president of Massachusetts Institute of Technology 
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intervals of not more than five years. 
Preference will be given public dis- 
tributing agencies and contracts with 
private distributors will be cancellable 
on five years notice if power concerned 


is needed by a public body. Contracts. 


may specify resale rates. 

Wholesale rate schedules will be 
drawn up by the administrator to be 
effective upon approval by the Federal 
Power Commission. New rate sched- 
ules will be prepared whenever di- 
rected by the commission, and if the 
administrator failed to submit suitable 
schedules the commission may deter- 
mine the effective rate. 

Rates shall consider (a) widest pos- 
sible distribution, (b) cost of genera- 
tion and distribution, including amorti- 
zation and interest. Costs chargeable 
to power shall be determined by the 
administrator subject to FPC approval. 
In determining the interest rate to be 
charged the commission shall apply 
the same rate to all major federal 
projects. This provision indicates 
strongly that the administration intends 
to have the commission regulate all 
such projects. 


Boulder clause 


The Boulder clause directs a federal 
agency to be designated by the Presi- 
dent to report before the end of the 
year, after public hearings (a) whether 
the present Boulder contracts discrim- 
inate against that project with respect 
to charges against power for construc: 
tion, amortization and interest, and 
(b) what changes should be made to 
correct such discriminations. 

It also directs the Secretary of the 
Interior, subject to the approval of the 
President, to adjust Boulder rates as he 
deems necessary as the result of the 
report. It is specifically provided 
that no reduction shall be made in 
the payments to Arizona, Nevada or the 
upper basin states, except that the firs! 
two may, at their option, be permitted 
to accept $300,000 annual payments 
each until 1987 in lieu of the per 
centage of any surplus to which they 
are now entitled. 
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LaFollette Signs Power Measure 


Giving Wisconsin “Little TVA” 


Bill establishes a public power system through a. state-financed, 
non-profit corporation — Plan authorizes Wisconsin Development 
Authority to promote public ownership and operation of utilities 


The bill enabling Wisconsin to 
establish a public power system, 
through a  state-financed, non-profit 
corporation, has been signed by Gov. 
Philip F. LaFollette. Strong opposi- 
tion against the creation of the Wis- 
consin “Little TVA” bill was swept 
aside as it was rushed through the 
Legislature. 

The plan authorizes the already in- 
corporated Wisconsin Development 
Authority to promote public ownership 
and operation of utilities and to carry 
on internal improvement denied the 
state by its Constitution. 


Resembles TV A 


The WDA is a non-profit, non-stock 
corporation, resembling the TVA, and 
has authority to own, acquire, pur- 
chase, operate and manage all types 
of public utilities in its own name. It 
can form municipal power districts, 
area co-operatives and engage in gen- 
eral promotion work. It would act as 
a giant utility holding company giving 
supervisory services, engineering, au- 
diting, accounting, collecting and other 
special assistance. 

The bill signed by Governor LaFol- 
lette appropriates $60,000 a year to 
the WDA, which is authorized to ac- 
cept federal grants or issue its own 
securities to build or acquire utility 
facilities. 

Although Governor LaFollette has 
declared that no one has reason to fear 
that the WDA will engage in any 
destructive activities and that investors 
in private utilities will not suffer any 
loss through activities of the authority, 
a great deal of uncertainty has been 
expressed in many quarters of busi- 
ness, 

Seen as radical step 


R. O. Wippermann, representative 
of Wisconsin Manufacturers Associa- 
tion, assailed the bill as another step 
the state and federal governments are 
making in taking away from the peoplé 
their inherent right to work out their 
own problems. The bill is regarded 
% a radical step and branded as a 
‘wo-headed monstrosity. 





The bill is also seen as an opening 
wedge for the state to go into competi- 
tion with all types of industry. The 
WDA has all the powers of a private 
corporation in addition to the right of 
condemnation. The majority of the 
board holds the power of discharge 
over the minority members. 

Only banking, investment and build- 
ing and loan businesses are specifically 
removed by the bill from possible 
invasion by the state-financed corpora- 
tion. Opponents charge that the plan 
is “state socialism” and see grave dan- 
gers from state competition. 

Bills have been introduced forcing 
the transfer of utility facilities to 
municipalities when a majority vote is 
for acquiring the property. Another 
measure introduced would change the 
state Constitution permitting Wiscon- 
sin to go into the power business and 
to borrow money for such purpose. 
Similar measures were defeated in the 
previous session. 

. 


A. F. of L. Group Recognized 


Oral agreement recognizing Office 
Workers’ Union No. 19708 of the A.F. 


of L. as sole bargaining agency for 


ANNUAL MANAGERS’ CONFERENCE—District managers of the Edison General 

Electric Appliance Company of Chicago at the recent annual conference with company 

officials to discuss plans for the last half of this year. Mary Schwin, Hotpoint home 

economist, and Jean McDougal and Bernice Lowen, assistants, prepare to give an 
electric cookery demonstration 
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clerical workers has been made by the 
Toledo Edison Company. The com- 
pany refused written agreement, but 
has dealt collectively with the union 
for three years. Wage adjustments 
ranging up to increases of 20 per 
cent have been made, retroactive to 
June 1. 


Committee to Pass 
Norris Power Bill 


Favorable consideration by the Sen- 
ate agriculture subcommittee of the 
Norris bill creating seven new power 
authorities, despite the opposition al- 
ready expressed, was forecast by Sena- 
tor Pope of Idaho, chairman of the 
subcommittee, in the first week of hear- 
ings on the bill. The Senator held that 
the opposition by both the coal and 
power industries had been anticipated 
and that it will have little effect on the 
committee when it considers the bill. 

Objections to the bill had been raised 
by A. N. Jordan, executive secretary 
of the Ohio Valley Conservation and 
Flood Control Congress, and Karl S. 
Dixson of the Ohio Chamber of Com- 
merce. Mr. Jordan contended that the 
Secretary of War should have control 
of navigation, potential power, floods 
and irrigation, with the co-operation of 
the Federal Power Commission and 
the Secretary of Agriculture. Mr. 
Dixson expressed opposition to any 
interference with the Army Corps of 
Engineers. He stressed the fact that 
the development of hydro-electric power 
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would be at the expense of the coal 
industry, already termed a “sick” in- 
dustry by Congress, and would also 
upset the local tax structure by sup- 
planting private utilities, paying taxes, 
by federally owned plants, paying 
none. 

Cleveland A. Newton, general counsel 
of the Mississippi Valley Association 
and former member of the House rivers 
and harbors committee, opposed the 
bill as sacrificing navigation and flood 
control for power development, using 
Senator Norris as his authority for his 
assertion that navigation and flood 
control were merely “constitutional 
pegs” on which the proposed legisla- 
tion hangs. 


Rural Line Hearing 
® * 
in Mississippi Set 

Opening of bids for the construction 
of the Leake-Neshoba-Scott rural 
power line in Mississippi, the 122-mile 
unit approved by the REA, has been 
set for July 12 at Jackson, E. A. Ford, 
chairman of the State Rural Electri- 
fication Authority, has announced. 

The three lowest bids on the Coa- 
homa-Quitman-Sunflower unit, first of 
nine prepared from Mississippi plan- 
ning commission surveys, have been 
submitted to the REA at Washington 
for final designation before the con- 
tract may be let. Bids were opened 
about two weeks ago. 

Director L. J. Folse of the state 
planning commission said the Coa- 
homa project would be constructed at 
an approximate cost of $690 per mile, 
the lowest per mile cost on record for 
construction of a power line to serve 
rural areas, 


Baltimore Utility Reports 
Gain in Power Contracts 


New connected power load con- 
tracted for by industrial and commer- 
cial users of Consolidated Gas, Electric 
Light & Power Company of Baltimore 
for the first five months this year is 22 
per cent above the same period last 
year, according to Herbert A. Wagner, 
president. New connected gas load has 
increased 20 per cent, while new steam 
heating contracts are up 75 per cent. 
Mr. Wagner said that gas and electric 
appliance sales are 33 per cent greater 
than a year ago. 

The increase in electric output, to- 
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gether with further contracts in hand 
for substantial amounts of power, indi- 
cate a continuing growth in the com- 
pany’s business, Mr. Wagner said. He 
stated that management’s efforts to in- 
troduce economies, together with in- 
creased business, is expected to lessen 
substantially the effects of increasing 
taxes and other operating burdens. 


Executive Predicts 
Substantial Gains 


Following a visit to western branches 
of Canadian General Electric Company, 
Ltd., J. S. Keenan, manager of the 
appliance and merchandise department, 
reported increasing business done by 
his company each year since 1933 and 
looks for even more substantial gains. 

Domestic appliance sales are increas- 
ing by leaps and bounds, especially 
in electrical refrigerators. Air con- 
ditioning, combined with improved 
heating devices, has reached a point, 
Mr. Keenan said, where the feature is 
adopted for new public buildings and 
business structures as a matter of 
course. 

Architects and builders, as well as 
individual home owners, are making 
such use of the Home Bureau service 
offered by Canadian General Electric 
through its dealers as to indicate a 
really definite interest in greater build- 
ing activity with consequent increased 
use of electrical equipment. 


R.E.A. Loan Allowances 


Allotments approved by the Rural 
Electrification Administration are now 
including an allowance for load-build- 
ing promotion activities during the 
construction period and the early 
stages of operation, usually covering 
an 18-month period. No definite 
formula has been adopted, the amount 
of the allowance being considered 
separately for each project. 


New Rural Lines for Georgia 


Upson County (Ga.) Rural Electric 
Association is taking bids for the con- 
struction of 50.2 miles of electric dis- 
tribution lines to serve 324 farms. In 
addition, 14.8 miles of three-phase, 
three- and four-wire lines are to be 
built. Total cost of the lines is estimated 
at $67,000. The J. B. McCrary Com- 


pany of Atlanta is engineer in charge. 
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New Jersey Utility 
Plans Units Merger 


A complete merger of all underlying 
companies of Public Service Electric 
& Gas Company is being worked out, 
according to Thomas N. McCarter, 
president of Public Service Corpora- 
tion. Appearing before the Public 
Utilities Commission in connection 
with applications for approval of the 
merger of six underlying companies 
with Public Service Electric & Gas 
Company, Mr. McCarter added that 
the parent corporation is working on a 
similar plan with respect to Public 
Service Co-ordinated Transport. 

Mr. McCarter stated that the plan 
would simplify the financial structure 
of the electric and gas company, would 
eliminate more than $18,000,000 of 
capitalization, would reduce the com- 
pany’s fixed charges by $1,351,165 
annually and would also result in sav- 
ings on federal taxes. 

Under the merger program, the stock 
of the underlying companies owned by 
Public Service Electric & Gas Com- 
pany—$17,256,040 out of a total of 
$36,000,000 of stock outstanding— 
would be cancelled, Mr. McCarter de- 
clared. 

The six companies involved in the pres- 
ent applications are: South Jersey Gas, 
Electric & Traction Company, Gas & Elec- 
tric Company of Bergen County, New Bruns- 
wick Light, Heat & Power Company, Pater- 
son & Passaic Gas & Electric Company, 
Bordentown Electric Company and © 
naminson Electric Light, Power & Heating 
Company of Riverton. 

Companies to be merged later include 
the Essex & Hudson Gas Company, the 


Newark Consolidated Gas Company and the 
Hudson Gas Company. 


Bill to Regulate Natural Gas 
by the F.P.C. Passed by House 


The House of Representatives last 
week passed the Lea bill placing the 
regulation of natural gas in interstate 
commerce in the hands of the Federal 
Power Commission. The bill is in 
tended to supplement the regulatory 
work of the various state commissions 
by providing for federal control of 
interstate matters beyond the jurisdic- 
tion of the states. It follows closely 
the pattern set in Title II of the Public 
Utility Holding Company Act, which 
set up the commission as a regulatory 
agent over interstate power transac 
tions. 

The Lea bill gives the commis 


sion power to determine the cost 0 
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production and transportation facili- 
ties, to prescribe accounting system, to 
regulate rates charged in interstate 
commerce and to act in concert with 
state commissions. 


Imperial District 
Approves Power Fund 


The Imperial Irrigation District, El 
Centro, Calif., has voted favorably on 
two power projects, with a total of 
7,004 to 759 votes for a hydro-electric 
generating plant to cost $2,718,000, of 
which $1,518,000 will be represented 
by a federal loan and $1,200,000 by 
federal grant. The fund will be used 
for central generating station, power 
dam, main power substations and 
switching stations and _high-tension 
lines. 

At the same time, by a vote of 7,191 
to 955, the district approved the secur- 
ing of a federal loan of $700,000 for 
rural electrification in different parts 
of the valley area, including transmis- 
sion lines for connection with main 
power system from generating station, 
secondary lines, outdoor power sub- 
stations and service facilities. 


New England Operators Air 
Problems of Sleet Thawing 


The part rural electrification is play- 
ing in bringing permanent residents 
back into the countryside was stressed 
by Gov. George D. Aiken of Vermont 
at the recent meeting of the New Eng- 

sind System Operators Club at 
Montpelier. More than a hundred 
\perating men and their wives attended 
he meeting. at which the problems in 


sleet thawing were discussed. The 
Green Mountain Power Corporation 
was host. 

Those presenting papers on sleet 
thawing included O. A. Browne, Tur- 
ners Falls Power & Electric; A. T. Gray, 
Central Hudson Gas & Electric; J. W. 
Gronbeck, Narragansett Electric; S. C. 
Jacoby, Montaup Electric; F. R. Long- 
ley and W. L.Vest, Jr., Western Massa- 
chusetts Companies, and H. S. Supren- 
ant, New England Power Company. 


TVA Opposes Georgia Power 
Move for Review of Decision 


The Tennessee Valley Authority has 
filed with the U.S. Supreme Court a 
brief opposing a petition by the 
Georgia Power Company for review of 
the decision by Judge E. Marvin 
Underwood of the U.S. District Court 
for the northern district of Georgia 
forbidding the Georgia Power Com- 
pany to participate in legal action 
against TVA in any other court. 

Judge Underwood’s decision was 
upheld March 17, 1937, by the Fifth 
Circuit Court of Appeals at New Or- 
leans. It also restrained the company 
from attempting to enforce in Georgia 
the Gore injunction against expansion 
of TVA power activities, but this in- 
junction has since been dismissed by 
the Sixth Circuit Court of Appeals at 
Cincinnati. 


Century Signs With CIO 
United Electrical and Radio Work- 


ers of America, a CIO union, has 
signed a wage-and-hour agreement 
with the Century Electric Company. 


, * . 
Mg ee elie 





\PERATORS MEET—Problems in sleet thawing were discussed at the recent meeting 


“New England System Operators Club at Montpelier, Vt. Left to right—Mrs. John W. 








ichey, Mr. Sheehey, operating manager of Green Mountain Power; Gov. George D. 
‘iken, Chairman E. C. Brown, assistant manager Connecticut Valley Power Exchange, 
and Mrs. Brown 
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Alabama Rural Group 
Completes Projects 


The Alabama Rural Electrification 
Authority, created in 1935, has com- 
pleted two projects at a cost of $204,- 
000 and has received Washington ap- 
proval of five others to cost $1,488,400. 
Gordon Persons, state REA chairman, 
said his organization was considering 
three additional projects that would 
involve upward of $1,000,000. 

Approval was received recently by 
Chairman Persons for the largest of 
all the projects yet sent to Washington 
offices of REA. It is a $936,000 sys- 
tem designed to serve 3,358 customers 
along 936 miles of lines in Pike, Coffee, 
Covington, Crenshaw and Barbour 
Counties. Ruralists in these five 
counties banded into the South Ala- 
bama Electric Membership Corpora- 
tion in submitting the project to 
Washington for approval. 


Reports Appliance Sales 


Sale of 354 electrical appliances— 
including 80 irons, 23 washing ma- 
chines, 23 refrigerators, 31 ranges and 
87 heating appliances—and of 68 gas 
appliances is reported in the annual 
statement of the Chester County Light 
& Power Company, Pennsylvania, for 
1936. 


Battersea Unit Sanctioned 


Dr. Leslie Burgin, British Minister 
of Transport, has announced in the 
House of Commons that consent will 
be given to the application of the 
London Power Company for leave to 
commence erection of the second half 
of its great Battersea power station 


and install a 100,000-kw. set. 


Date Set for Merger Vote 


A step in the simplification of the 
Stone & Webster system was taken re- 
cently when plans for the elimination 
of the Sierra Pacific Electric inter- 
mediary holding company got under 
way. A special meeting of stockhold- 
ers of that company has been called 
for July 23 to approve consolidation 
of that company into its subsidiary, 
Sierra Pacific Power Company. In 
addition to approval of stockholders, 
sanction of the Federal Power Com- 
mission is also required. 
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New Engineer’s Duties 
Viewed by Dr. Wriston 


The contention of the Administra- 
tion at Washington that a dead center 
has been reached in economic pro- 
ductiveness was challenged by Harry 
M. Wriston, president of Brown Uni- 
versity, at the 45th annual convention 
of the Society for the Promotion of 
Engineering Education held in Cam- 
bridge, Mass., last week. 

Dr. Wriston looked toward the engi- 
neering profession to furnish more of 
the imagination and human _ under- 
standing required in the future develop- 
ment of society along material lines. 

The broader aspect of engineering 
education, responsibilities of teachers 
in relation to public affairs and training 
students for more effective social serv- 
ice as practising engineers featured 
the meeting. Harry P. Hammond, 
president of the S. P. E. E., voiced this 
need. President Karl T. Compton of 
the Massachusetts Institute of Tech- 
nology discussed the relation between 
educational institutions and industry. 

Dean F. E. Turneaure of the Uni- 
versity of Wisconsin received the 
Lamme medal of the society at the 
annual dinner. 

Officers elected included: President, 
Dean S. B. Earle, Clemson College; 
vice-presidents, President Karl T. 
Compton, M. I. T.; Dean F. C. Bolton, 
Texas A & M College; treasurer, W. O. 
Wiley, New York; secretary, F. L. 
Bishop, University of Pittsburgh; coun- 
cil members, Dean G. F. Eckhardt, 
University of Vermont; Dean S. C. 
Hollister, Cornell; Prof. D. S. Elliott. 
Tulane; F. M. Feiker, executive secre- 
tary American Engineering Council, 


Washington; R. W. Sorenson, Cali- 


fornia Institute of Technology; Prof. 


A. H. White, University of Michi- 
gan, and F. B. Seeley, University of 
Illinois. 

e 


Name Group to Promote 
Power Sales Advertising 


The executive committee of the Na- 
tional Power Sales Publicity Commit- 
tee of the Edison Electric Institute 
has been completed, according to R. 
D. Hayes, Middle West Service Com- 
pany, chairman. Other members are: 
P. W. Romig, Wisconsin Public Serv- 
ice Corporation, secretary; W. H. 
Sammis, Commonwealth & Southern 
Corporation; J. F. Gaskill, Philadel- 
phia Electric Company, and Ford 
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Bates, of Nebraska Power Company. 
Formation of the executive commit- 
tee was authorized at the close of the 
spring sales meeting of the E.E.I. last 
April, but the personnel were not 
named. 
» 


G.E. Assigns College Group 
A group of more than 700 college 


graduates are being assigned to vari- 
ous departments of General Electric 
Company as members of the training 
course. These graduates are absorbed 
into the organization after completing 
the various courses of instruction in 
company practices. Recruiting of stu- 
dent engineers this year exceeds that of 
last year by more than 200, it was said. 


eelings 


International Association of Electrical 
Inspectors — Joint annual meeting, 
northwestern and southwestern’ sec- 
tions, Hotel Utah, Salt Lake City, 
August 23-26, F. D. Weber, secretary- 
treasurer, northwestern section, P.O. 
Box 70, Portland, Ore. H. L. Gerber, 
secretary-treasurér, southwestern sec- 
tion, 914 Merchants Exchange Building, 
San Francisco, Cal. Eastern section, 
Hartford, Conn., September 27-30, 
Joseph P, Rohan, general chairman, 
Hartford Building Department, Hart- 
ford, Conn. 

American Institute of Electrical Engi- 
neers—Pacific Coast convention. Spo- 
kane, Wash., August 30-September 3. 
Middle Eastern District, Akron, Ohio, 
October 13-15, H. H. Henline, national 
secretary, 33 West 39th St., New York, 
N; F. 

Pennsylvania Electric Association—An- 
nual convention, Bedford Springs Hotel, 
Redford, Pa., September 8-10. Harold 
A. Buch, secretary-treasurer, Telegraph 
Building, Hatrisburg, Pa. 

Illuminating Engineering Society—Annual 
convention, Greenbrier Hotel, White 
Sulphur Springs, W. Va., September 
27-30. A. D. Cameron, general secretary, 
51 Madison Avenue, New York, N. Y. 

Iron and Steel Exposition—Sponsored by 
the Association of Iron and Steel Engi- 
neers, Stevens Hotel, Chicago, Ill., Sep- 
tember 28-October 1. Brent Wiley, 
managing director, Empire Building. 
Pittsburgh, Pa. 

Indiana’ Electric 
meeting, French Lick Springs, 
September 30-October 2. 

Chicago Exposition of Power and Me- 
chanical Engineering — International 
Amphitheatre, Chicago, Ill., October 
4-9. 

Electrochemical Society — Fall meeting, 
St. Louis, Mo., Oetober 13-16. Colin 
G. Fink, secretary, Columbia University, 
New York, N. Y. 

American Welding Society—Annual meet- 
ing and welding exposition, Atlantic 
City, N. J., October 18-22. Warner S. 
Hays, managing director, 209 West 39th 
St., New York, N. Y. 


Association — Annual 
Ind., 
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Urge Utilities Gain 
Good Will of Public 


The great need for cultivating public 
good will by the utilities was stressed 
by Davis M. DeBard, Stone & Webster 
Service Corporation, in a talk a fort. 
night ago before the Canadian Elec. 
trical Association. 

Talking to more than 270 delegates 
to the 47th annual convention at Banff, 
Alberta, Mr. DeBard declared: “We 
need more than a high standard of per- 
formance these days to bring about 
a realization in the minds of our cus. 
tomers that the utility industry can and 
does furnish more reliable, more eco- 
nomical and more complete service at 
lower over-all costs to the customer than 
is possible through other agencies that 
might be employed.” His suggestion 
was “give the kilowatt a crown”—te- 
velop a sense of showmanship in deal- 
ing with the public. 

The possibilities of lighting as the 
“number one ‘Load Builder’ on the 
utility sales program” were demon- 
started by Walter E. Potter, General 
Electric Company, Portland, Ore. 
“Organization for lighting sales in 
volves the co-ordination of four major 
elements—advertising, promotion, mer- 
chandising and selling’”—he said. 

E. H. Adams, vice-president British 
Columbia Electric Railway Company 
and retiring president of the associa 
tion, reported the progress of the Cana 
dian central station industry during 
1936. 

Newly elected officers for the comin; 
year: R. H. Mather, Shawinigan 
Water & Power Company, president; 
M. C. Gilman, Winnipeg Electric Com 
pany; J. E. Lawson, Canadian Niagari 
Power Company, and G. A. Gaherty, 
Montreal Engineering Company, vice 
presidents; J. B. McCabe, Montred 
Light, Heat & Power Consolidated 
treasurer, and B. C. Fairchild, sect¢ 
tary. 

~ 


Uniform Accounts Adopted 


The uniform system of accounts {0! 
public utilities prescribed by 
Federal Power Commission has bet! 
adopted by the Maryland Public Ser’ 
ice Commission for electric corpo 
tions in that state. The new system" 
to become effective on January ! ° 
next year, but the commission * 
thorizes any corporation in Marylav’ 
desiring to do so to make the sys 
retroactive to January 1 of this ye" 
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Output Maintains Previous Week’s Level 


1936 


WEEKLY OUTPUT 
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Production of energy by the elec- 
tric light and power industry during 
the week ended July 3, amounting to 
2,238,268,000 kw.-hr. according to the 
Edison Electric Institute, was virtually 
identical with that of the preceding 


Weekly Output, Millions of Kw.-Hr. 
1937 1936 1935 


July 3...2,238 June 27..2,030 June 29..1,772 
June 26...2,.238 June 20..2,005 June 22..1.775 
June 19...2,214 June 13..1,990 June 15..1.743 
June 12...2,214 June 6..1,945 June 8..1,724 
June 5...2,131 May 30..1,922 June 1..1,629 
May 29...2,207 May 23..1,955 May 25..1,696 
May 22...2,199 May 16..1,962 May 18..1,700 


week. While the movement is still 
upward, it is proceeding by very small 
steps, each advance during the past 
four weeks having been followed by 
a halt at the new level. 

The increase over the like week a 
year ago was 10.3 per cent. That this 
narrower margin, compared with 
earlier months of the current year. 
was due in considerable part to re- 
duced operations in steel ard related 
industries is indicated by the regional 


percentages. These have been decreas- 
ing in the Central industrial area, but 
they have been steady or rising in the 
East and on the Coast. 


Per Cent Change from Previous Year 














Week Ending 

Region July 3 June 26 Junel19 
New England....... +13.1 +10.4 +10.3 
Middle Atlantic..... +12.0 +11.3 +11.5 
Central Industrial... +11.8 +12.7 +12.2 
West Central....... + 3.5 + 7.1 + 3.1 
Southern States..... +12.5 +13.1 +13.1 
Rocky Mountain.... +149 +10.0 +13.4 
FON dice nscaneses + 9.2 + 5.9 + 6.8 
United States..... +10.3 +11.6 +11.3 





May Power Output Up 
12.1% Over Year Ago 


Production for public use of 9,708.- 
000,000 kw.-hr. during May, as re- 
ported by the Federal Power Commis- 
sion, indicates an increase of 12.1 per 
cent over the like month a year ago 
when comparable data are used. The 
output in January was closely ap- 
proached, figures for the first four 
months (in millions of  kilowatt- 
hours) being—January 9,850, Febru- 
ary 8,965, March 9,923, April 9,571. 

Production from water power rose 
to 44 per cent of the total. In the 
preceding months, beginning with 
January, the percentages were succes- 
sively 39, 39, 39 and 43. 


In addition to energy generated for 


public use there was produced by elec- 
tric railway, electrified steam railroad 
and miscellaneous other plants a 
total of 258,000,000 kw.-hr., of which 
228,000,000 kw.-hr. came from fuels. 
The output of both groups combined 


was 9,966,000,000 kw.-hr. 


Revenues of Electric Utilities 
Show 7.3% Gain During April 


Revenue from ultimate consumers 
received by the electric light and 
power industry during April totaled 
$177,860,900, the Edison Electric In- 
stitute reports. This was an increase 
of 7.3 per cent compared with the 
revenue of $165,702,900 a year ago. 

Average annual consumption per 
customer for residential use during 
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the twelve-month period rose to 748 
kw.-hr. and the average rate de- 
creased to 4.60 cents. 


Niagara Hudson Affiliates 
to Act on Consolidation 


The directors of twelve operating 
companies in the Niagara Hudson sys- 
tem have called special meetings of 
stockholders for July 29 and 30 to con- 
sider and act on the plan of consolida- 
tion approved by the New York Publie 
Service Commission on last June 16. 
Northern New York Utilities, Inc., Syr- 
acuse Lighting Company, Inc., and 
Utica Gas & Electric Company are in- 
cluded among the twelve companies. 

Stock of record June 29 is entitled 
to vote at the special meetings. 
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EDISON MEMORIAL — The 
cornerstone of the Edison 
Tower was laid last week on the 
site of the old laboratory at 
Menlo Park, N. J., where the 
late Thomas A. Edison invented 
the phonograph and perfected 
the incandescent lamp. The 


. ~*~ Mas ; co 4 ae tower when completed will be 
aa! inet : oe Set gap i 


129 ft. high and octagonal in 
A.LE.E. LUNCHEON—General Otto H. Falk, honorary chairman of the summer shape. It will be surmounted 


convention of the A.I.E.E. at Milwaukee; W. H. Harrison, new president, and Dean by a huge bulb, 13 ft. high and 
C. F. Harding of Purdue University and vice-president of A.I.E.E. weighing 514 tons 


—_— - Hiss 


y\, 


INSPECTION TRIP — W. F. 
Sims, Commonwealth Edison; 
F. G. Frost, New Orleans Pub- 
lic Service; H. C. Dean, Brook- 
lyn Edison, and C. D. Brown, 
Milwaukee Electric Railway & 
Light, on inspection trips at 
the A.I.E.E. Milwaukee meeting 


PORT WASHINGTON—W. E. 
Gundlach explaining to Paul 
W. Koch (left) the workings 
of the board at the Port Wash- 
ington station of Milwaukee 
Electric Railway & Light Co. 
during A.LE.E. inspection trip 





IN PICTURES 


TURBINE TESTING — Hydro- 
static pressure tests at double 
the maximum operating head 
were made at the Baldwin- 
Southwark Corporation Phila- 
delphia plant on casing of the 
first of Boulder Dam’s two 
115,000-hp. turbines 


CUTLER-HAMMER—A group 
of the A.I.E.E. Milwaukee con- 
vention members inspecting 
the Cutler-Hammer plant. Visits 
were also made to the Har- 
nischfeger Corporation, A. O. 
Smith Corporation, Allis-Chal- 


mers Manufacturing Company 
Schlitz Brewing Company. 
Globe Union, Inc., and Allen- 
Bradley Company 


ALLIS - CHALMERS — 
Part of the group attend- 
ing the A.LE.E. meeting 
inspecting the brush yoke 
being assembled at the 
plant of Allis-Chalmers 












Westinghouse Names Mitchell 
Construction Activity Head 
L. F. A. Mitchell has recently been 
appointed to head the construction in- 
dustry section for the Westinghouse 
Electric & Manufacturing Company. 





Formerly assistant manager of sales of 
the Canadian Westinghouse Company, 
Mr. Mitchell has wide experience in the 
selection and application of electrical 
equipment in all industries, including 
the construction field. In his new posi- 
tion he will be responsible for making 
the facilities and engineering services 
of the company available to the entire 
construction field, including contractors 
and the company’s agent jobbers. 


> Arvan W. Hype, a member of the 
Connecticut Public Utilities Commis- 
sion since 1934, has been elected chair- 
man. 


© C. C. Lonc, mechanical and electri- 
cal construction engineer, Riegos y 
Fuerza del Ebro, Barcelona, Spain, has 
returned to the United States. Mr. 
Long has been in Spain since early in 
1930, during which time he has had 


complete charge of the planning, de- 
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ews 


sign, purchase of materials, and con- 
struction of a series of hydro-electric 
stations featuring completely automat- 
ic control. 


> Leonarp J. FLeTcHER, formerly 
head of the agricultural sales division 
of Caterpillar Tractor Company, Peo- 
ria, Ill., has been named assistant gen- 
eral sales manager. He has been con- 
nected with Caterpillar Tractor since 


1927. 


> CHARLES L. CAMPBELL, newly elected 
president of the Connecticut Light & 
Power Company, was the guest of about 
750 employees of that utility at the 
Hotel Bond, Hartford, at a recent din- 
ner in recognition of his new responsi- 
bilities. The speakers included numer- 
ous officials of the staff from different 
parts of the system. The keynote was 
sounded by A. S. Jourdan, manager of 
the New Britain district. In response 
Mr. Campbell paid a high tribute to the 
constructive work of the late J. Henry 
Roraback, for many years president of 
the company. 


> J. F. Lincoin, in whose honor was 
created the James F. Lincoln Arc 
Welding Foundation, is in England 
giving a series of talks at the invita- 
tion of various engineering societies 
and institutes. Groups before whom 
Mr. Lincoln is scheduled to speak in- 
clude the South Wales and Monmouth- 
shire Institute of Engineers, the Insti- 
tute of Engineers and shipbuilders of 
Scotland, the Institute of Mechanical 
Engineers in London, and others. Mr. 
Lincoln’s invitations to speak in Eng- 
land were prompted by growing in- 
terest, on the part of British firms and 
societies, in the application and use of 
electric welding in manufacture and 
construction. Mr. Lincoln is director 
of Lincoln Electric Company, Ltd., 
London, England, affiliate of the Lin- 
coln Electric Company, Cleveland, of 
which he is president. 
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ABOUT PEOPLE 


D. G. Phelps Vice-President 
of Colt’s Patent Fire Arms 


Dwight G. Phelps, who was recently 
appointed vice-president in charge of 
the electrical division of the Colt’s 
Patent Fire Arms Manufacturing Com- 


pany, Hartford, Conn., entered the 
company’s service in 1902 as an office: 
boy. After 22 years he became gen- 
eral sales manager. In 1929 when 


Colt’s established its four divisions to- 


give its diversified products the neces- 
sary attention, Mr. Phelps was ap- 
pointed manager of the electrical di- 
vision. 


He has been an active member of the- 


National Electrical Manufacturers As- 


sociation for many years, serving as- 


vice-president in 1934. 


S. L. Nicholson Retires 


S. L. Nicholson, assistant to vice- 


president, Westinghouse Electric & 
Manufacturing Company, has relin- 
quished his duties with that organiza- 
tion and is retiring from active busi- 
ness. Mr. Nicholson also resigned as 
treasurer, member of the board of gov- 
ernors and of the executive committee 
of the National Electrical Manufactur- 








ers Association. He was elected an 
honorary member of the board of gov- 
ernors. 

A statement, adopted by rising vote 
and sent to Mr. Nicholson and to West- 
inghouse, said in part: 


Samuel Lindzey Nicholson is a true pion- 
eer in the electrical industry. For fifty 
years he has been devoted to forwarding 
the interests of the electrical industry. For 
forty years he has been connected with 
Westinghouse Electric & Manufacturing 
Company and for the last twenty years 
nearly his whole time has been spent un- 
selfishly on behalf of industry associations 
in contributing to the rational development 
of electrical standards and in developing 
equitable relationships, all of which have 
been for the technical and commercial bene- 
ft of the entire electrical industry. . . 


Mr. Nicholson was a member of the 
organization committee, out of whose 
labors grew the consolidation in 1926 
of the Electric Power Club, Associated 
Manufacturers of Electrical Supplies 
and Electrical Manufacturers Council 
into the National, Electrical Manufac- 
turers Association. 

He formulated the plan for the reor- 
ganization of the Electrical Committee 
of the National Fire Protection Associ- 
ation, making it a sectional committee 
of the American Engineering Stand- 
ards Committee, now American Stand- 
ards Association. In 1925 Mr. Nichol- 
son received the James H. McGraw 
Award in recognition of his construc- 
tive contribution to the manufacturing 
branch of the electrical industry. Mr. 
Nicholson is a fellow of the American 
Institute of Electrical Engineers. 


> Roya D. Maley, vice-president in 
charge of engineering and manufac- 
ture, General Electric Vapor Lamp 
Company, Hoboken, N. J., has been 
awarded the honorary degree of Doc- 
tor of Science by Stevens Institute of 





Technology. In presenting Mr. Mailey 
for his degree President Davis hailed 
him as “an electrical engineer and 
physicist in whose laboratory were de- 
veloped to their present efficiency as 
illuminants the mercury arc lamp, the 
high-pressure mercury lamp, the sod- 
ium lamp and other notable vapor 
lamp equipment . . . internationally 
recognized expert in the field of physi- 
cal research and industrial develop- 
ment.” 


OBITUARY 
Walter Cary 


Walter Cary, vice-president of West- 
inghouse Electric & Manufacturing 
Company since 1917, died suddenly, 
from a heart attack, July 3 at his 
home in New York. Mr. Cary’s con- 
nection with the electrical industry 
covered a period of 42 years. 

A graduate of Harvard University, 
he associated himself with the Gibbs 
Electric Company of Milwaukee. 
Early in 1899 he, together with some 
other Milwaukeeans, organized the 
Milwaukee Electric Company for the 
manufacture of dynamos and motors, 
becoming its vice-president on organ- 
ization and its president in 1902. In 
1904 he became identified with the 
Westinghouse Lamp Company, of 
which he soon was named vice-presi- 
dent and general manager and later 
president. 





Underwood & Underwood 

The importance of the service ren- 
dered by this company to the marked 
improvement that took place in the 
field of incandescent lighting during 
the thirty-two years that Mr. Cary 
held his executive connection with it 
is in a large measure due to his per- 
sonal initiative. When elected to a vice- 
presidency in Westinghouse Electric 








he still retained his responsible place 
as vice-president and then as president 
of the Westinghouse Lamp Company. 
He later became president of the Bry- 
ant Electric Company and also of the 
Westinghouse X-Ray Company, both 
of which are wholly owned by the 
Westinghouse Electric & Manufactur- 
ing Company. 
* 


> Harry C. Croy, assistant to vice- 
president H. B. Gear, Commonwealth 
Edison Company, Chicago, died sud- 
denly on June 27, following an appen- 
dicitis operation. He was 49 years of 
age and had been with the company 
23 years. 


> Joun C. HALLMAN, oldest director 
of the Georgia Power Company, died 
in an Atlanta hospital June 6. He 
would have been 94 years of age on 
September 26. Mr. Hallman was elec- 
ted a director of the Georgia Electric 
Light Company in 1895. He subse- 
quently served as vice-president and 
then as president of the Georgia Rail- 
way & Electric Company. 


> THomas MATHER, emeritus profes- 
sor of electrical engineering at the 
Imperial College of Science and Tech- 
nology, London, died June 24 at the 
age of 81. The inventor of electrical 
measuring instruments widely adopted 
in industry, he contributed valuable 
scientific papers to the Royal Society 
of which he was elected a fellow in 
1902. He had also described his work 
in a number of highly technical papers 
read before the Physical Society and 
the Institution of Electrical Engineers. 


> Davin S. BEYER, vice-president and 
chief engineer of the Liberty Mutual 
Life Insurance Company of Boston, 
died June 27 at his home in Newton 
Center, in his fifty-eighth year. An 
expert in safety engineering, Mr. Beyer 
was. born in Indiana County, Penn- 
sylvania. After a connection with the 
People’s National Gas Company of 
Pittsburgh he became associated with 
the American Steel & Wire Company 
in 1901 as chief safety inspector in 
charge of accident and fire prevention. 
Since 1912 he had been vice-president 
and chief engineer of Liberty Mutual. 
Mr. Beyer had written extensively on 
safety engineering. He was the author 
of “Industrial Accident Prevention” 
and delivered lectures on the subject 
at the Massachusetts Institute of Tech- 
nology, Harvard, Cornell and Boston 
Universities. 
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Electrical Exports 
Total $98,982,636 


Exports of electrical goods from the 
United States in 1936 exceeded those 
of 1935 by 20.2 per cent, the total 
value rising to $98,982,636, according 
to a preliminary report by the Elec- 
trical Equipment Division of the De- 
partment of Commerce. Leading 
countries and the value of goods sent 
to them were Canada $14,408,074, 
United Kingdom $10,395,016, Union 
of South Africa $7,799,554, Mexico 
$5,946,717, Brazil $5,542,014, Argen- 
tina $4,632,939, France $3,304,834, 
Cuba $3,174,666, Russia $3,048,811. 

Radio receiving equipment pre- 
dominated, being valued at more than 
$25,000,000. The combined value of 
generators, steam-turbine sets and ac- 
cessories was about $1,600,000. 

Some of the larger items were: 
Radio receiving sets $16,041,147, re- 
ceiving set components $5,659,757, 
tubes $3,514,263, household refrigera- 
tors $11,767,666, commercial refriger- 
ators $2,234,191, refrigerator parts 
$5,169,543, furnace electrodes $2,- 
704,010, flashlight batteries $2,299, 
727, telephone equipment exclusive of 
instruments $1,841,319, motors (1 to 
200 hp.) $1,350,642, storage batteries 
$1,222,969, lighting fixtures $1;055,- 
642. 


Electrical Goods May Sales 
Show 16.5 per Cent Increase 


Sales of electrical machinery, appa- 
ratus and supplies by manufacturers 
during May exceeded those of a year 
ago by 16.5%, according to the De- 
partment of Commerce. Reports from 
twenty companies give a total of $24,- 
185,000, against $20,767,000 in May, 
1936. There was a decrease of 3.3% 
compared with April, 1937, when the 
total was $25,017,000. 
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Larger gains over last year are 
shown in sales by wholesalers, which 
for 103 firms reporting totaled $14,- 
342,000 in May against $10,785,000 a 
year ago, the increase being 33%. 
There was a decline of 2.9% compared 
with April, with $14,768,000 reported. 


Manufacturers Make 
Sales Assignments 


Among the assignments recently 
made by electrical manufacturing 
companies to their sales staffs are the 
following: 


General Cable Corporation appoints R. S. 
Hopkins as manager of the New York sales 
office. . 

R. M. Beatty has been appointed manager 
of range sales of Westinghouse Electric & 
Manufacturing Company. 

Ward Leonard Electric Company an- 
nounces the appointment of John S. Clark, 
El Paso, Tex., as its representative for 
the sale of the complete line of Ward Leon- 
ard electric control devices. Mr. Clark’s 
territory covers the eastern half of Arizona, 
New Mexico and the western portion of 
Texas. Brance-Krachy Company, Inc., 
Houston, Tex., has been appointed its 
representative for the sale of the complete 
line of Ward Leonard electric control de- 
vices. The Brance-Krachy territory for the 
sale of this apparatus covers the southeastern 
portion of Texas. 

Francis Leslie and U. V. Westover have 
recently been appointed sales engineers in 
the New York territory for P & H smooth- 
arc welders and weld rods manufactured 
by the Harnischfeger Corporation of Mil- 
waukee. 

Standard Transformer Company has ap- 
pointed James Hunter sales manager of the 
Buffalo office. 


Completes Pumps Contract 


Worthington Pump & Machinery 
Corporation reports the final step in 
the completion of its $216,000 contract 
for pumping equipment for New 
York’s new Ward’s Island sewage dis- 
posal plant. Final tests of the three 
large pumps is being conducted at 


Sayreville, N. J. 
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AND MARKETS 


Announces Plans 
for Plant Expansion 


To meet increasing demands on the 
Pacific Coast for J-M Transite as- 
bestos-cement pipe and electrical con- 
duit, Lewis H. Brown, president of 
Johns-Manville Corporation, has an- 
nounced that the Johns-Manville 
Products Corporation has acquired an 
option to purchase a 50-acre plot of 
land in Watson, suburb of Los 
Angeles, and plans to start as soon as 
possible on the construction of the first 
unit of a new million-dollar factory 
which will manufacture Transite pipe 
and conduit, as well as rock wool 
home insulation. 

This is one of two new plants which 
have recently been announced by this 
company. Negotiations have _ been 
completed for the purchase by Johns- 
Manville of the Richmond, Ind., plant 
of the Fibre Conduit Company, which 
is consolidating its manufacturing ac: 
tivities at its Orangeburg, N. Y., fac- 
tory. At this new Midwestern location 
Johns-Manville plans to produce a new 
type of low temperature insulation 
recently perfected in the J-M Research 
Laboratories. 


Increases Turbine Prices 


Westinghouse Electric & Manufactur- 
ing Company announced that prices on 
all mechanical drive turbines were 
increased effective as of July 6. 
Further details may be secured on ap- 
plication to its nearest district office. 


General Electric Loses Suit 


In a recent opinion Judge Clarence 
G. Galston in the federal court, Brook: 
lyn, N. Y., dismissed a suit brought by 
the General Electric Company charg: 
ing infringement of a patent by the 
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Wabash Appliance Corporation. In 
its suit the General Electric Company 
charged the defendants with infringing 
a patent issued in 1928 to Marvin Pip- 
kin and later assigned to the corpora- 
tion. The patent covered a process 
for the frosting of electric light bulbs 
on the inside by etching with acid. 
Judge Galston held that the Pipkin 
patent was invalid because of prior 


art. 
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Mercoid Reports Sharp 
Sales Gain for Period 


Sales of the Mercoid Corporation, 
Chicago, for the first six months are 
running more than 50 per cent above 
the same period last year, according 
to Lewis B. Reed, president. Sales in 
the first six months of 1936 were about 
50 per cent above the 1935 period, he 
stated. 

It was pointed out that the vast in- 
crease in sales of automatic heating 
and air conditioning equipment is re- 
flected in the company’s sales. 


Allis-Chalmers Low Bidder 


Allis-Chalmers Manufacturing Com- 
pany was low bidder on two aditional 
turbines for the Boulder Dam power 
plant. The new equipment will cost 
more than $1,000,000 and calls for 
two 115,000-hp. units, similar to the 
four built for the Boulder Dam power 
house by Allis-Chalmers. Formal sign- 
ing of the new contract is pending. 


600 Girls Visit New York 


Six hundred girls, all members of 
the Elex Club, employed in the Fort 
Wayne and Decatur, Ind., plants of 
the General Electric Company, visited 
New York last week. C. E. Wilson 
and H. H. Barnes, Jr., vice-president 
and commercial vice-president of the 
General Electric Company, spoke at a 
dinner given in honor of the visitors 
at the Pennsylvania Hotel. 


i 


New York Metal Prices 
June 29,1937 July 7, 1937 


Cents per Cents per 
C ; Pound Pound 
opper electrolytic. . 14.00* 14.00* 
Am. S. & R. 

ME. scare 6.00 6.00 
petimomy oo 14.50 14.125 
Nickel ingot......_. 35.00 35.00 
ite tot a eace ad 7.10 7.10 

10 Straite...... 8. 56.875 59. 

uminum, "90°" ber 56.875 59.25 

aes 20-21 20-21 


onnecticut Valley. 








Field Reports on Business 


A more encouraging outlook for a further expansion in industrial 
activity is being viewed by business leaders with the clearing of 


strikes against the steel industry. Investor confidence is returning. 


The domestic skies appear brighter with prospects of good fall trade. 


CHICAGO 


Business in this area was spotty during 
the past week. Further indications appeared 
of some slowing-down in the rate of indus- 
trial activity. However, with a_ partial 
settlement apparently effected in the local 
steel strike district, the rate of activity 
should show some improvement during the 
next few weeks. Several large orders for 
electrical equipment which have been held 
up during the layoff period are now ex- 
pected to be approved. 

Retail and wholesale trade encountered a 
slight slump, possibly because of adverse 
weather conditions. Electrical wholesalers 
reported a decrease of 6 per cent from the 
previous month, but showed an increase of 
48 per cent over the comparable month of 
1936. Fifty per cent of the manufacturers 
reporting to the Electrical Association show 
an increase in sales during May, while 88 
per cent showed a gain over May, 1936. 

Central station supplies moved in slightly 
greater volume during the week and re- 
mained substantially above last year’s level. 
Appliance sales continued the upward trend 
of the past few weeks. Small motors are 
selling well and a considerable number of 
window signs are being installed. Contrac- 
tors report less activity on new building 
work but a good volume of rewiring and 
repair work. The demand for heavy equip- 
ment was slightly lower, while the interest 
shown in air-conditioning continues to be 
very favorable. 


NEW ENGLAND 


On the completion of the first half year’s 
business, New England will report increases 
in the sales of electrical equipment ranging 
from 25 to 40 per cent above last year. with 
the greatest margins of gain over 1936 re- 
ported for some of the special lines. 

With the volume of inquiries being main- 
tained at an encouraging level, representa- 
tives of prominent companies are very opti- 
mistic at the continuance of favorable trends 
in the market. Special lines are attract- 
ing interest; recently the States Company, 
Hartford, booked twelve orders for test 
tables and allied apparatus from Brazil, 
England and Australia. May sales of this 
company were 70 per cent above the cor- 
responding month last year. New refriger- 
ating equipment involving 80 hp. in two 
Vilter Manufacturing Company units were 
put in operation this week at the new 
Armour Company packing plant in Boston. 

Contractors’ supplies are moving well: 
electric wiring contracts for institutions be- 
ing bid on involve over $50,000, including 
labor. 

Merchandising continues encouragingly. 
The Connecticut Light & Power Company’s 
spring sales campaign on electrical house- 
hold appliances totaled 4,880 refrigerators, 
ranges and water coolers in eleven weeks, 
a 19 per cent gain over last year. In one 
week 821 units were placed in the terri- 
tory of this company. Central Maine Power 
Company reports a 12.5 per cent gain in 
the sales of electrical merchandise for the 
first five months as compared with last year. 
One New England distributor reports a 
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gain of about 35 per cent in sales volume 
and notes a marked increase in the buying 
of electrically operated laundering machines. 


NEW YORK 


A decidedly better feeling and renewed 
optimism for favorable fall trade prevails in 
industry as a result of the defeat of the 
C.I.0. drive on the steel industry and the 
remarks of Administration officials that the 
C.1.0. was over-reaching in its drive for 
unionization. 

The return of confidence was evident be- 
fore the holiday and was manifested to a 
greater extent, both here and abroad, with 
the beginning of this week. Security prices 
rose sharply with increased activity in the 
markets. Immediately retail outlets re- 
ported a pick-up in business in all lines. 

The announcement by Westinghouse Elec- 
tric & Manufacturing Company that as of 
July 6 prices on all mechanical drive tur- 
bines would be increased has intensified the 
feeling that prices on all utility plant equip- 
ment would be‘raised. Prospects of further 
price increases are likely to stimulate for- 
ward buying on a large scale for indica- 
tions are that expenditures for utility con- 
struction over the next few years may reach 
new peaks. Favorable decisions for the 
utilities in pending suits would unloose a 
flood of construction work which would send 
industrial activity to the highest levels in 
years. 

Some utilities report a lull in appliance 
sales campaigns. However, plans are being 
made for vigorous drives in the fall. Re- 
tail outlets report a fair size of appliance 
sales. Manufacturers report good produc- 
tion schedules, with third and fourth quar- 
ter business prospects bright. 


PACIFIC COAST 


The value of San Francisco’s June build- 
ing permits was $2,195,120, an increase of 
70 per cent over last year and a decrease 
of 5 per cent under last month, which is 
fairly indicative of conditions over the 
entire coast. June billing by various branches 
of the electrical industry ran close to bud- 
gets, but decrease in unbilled orders causes 
some concern. 

Electrical machinery includes $56,000 for 
four 3,333-kva. transformers, $7,600 for three 
138 kva., 600-amp. disconnect switches and 
$19,142 for one 138-kva. circuit breaker, all 
for Boulder plant; also six 72-kva. regu- 
lators, $25,000 oil circuit breakers and $50,- 
000 oil-filled cable, all for Pacific Gas & 
Electric East Bay system. Stock sizes of 
motors and transformers are still moving 
well. 

Contractors report an unusually heavy 
amount of summer vacation period construc- 
tion for schools, and an especially encourag- 
ing feature is the large proportion of suc- 
cessful bond elections. Post offices form 
another large item of current construction. 
Shortages of such lead-off material as poles 
and conduit are reported, though in general 
stocks are steady, changes being caused 
chiefly by minor adjustments and steamer 
freight rate advances. 
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Utility Stocks Show Slight Gains 


1937 


With a few of the public utility stocks up four to five points, “Electrical World” 


index rose the past week to 31.9. 


Index previous week, 30.6; year ago, 37.7; 1937 


high, 41.5 


June Utility Issues 
Totaled $126,199,000 


New offerings of electric light and 
power securities in June amounted 
to $126,199,000, as compared with 
$5,807,700 in May and $132,793,000 
in June, 1936. Of this June total 
Union Electric Company of Missouri 
contributed $95,000,000 consisting of 
$80,000,000 first mortgage bonds and 
$15,000,000 in notes. The May total 
of $5,807,700 embraced four indi- 
vidual issues, all placed privately. 
Central Illinois Light Company made 
an offering of first and consolidated 
mortgage bonds totaling $2,000,000; 
Pennsylvania Power Company made 
two offerings, one of first mortgage 
bonds, totaling $2,000,000, and one 
of preferred stock totaling $607,700, 








and Southern Indiana Gas & Electric 
Company issued first mortgage bonds 
to the amount of $1,200,000. 

June brought the six-month period 
to a close with a total of $478,987,394 
against $673,860,828 for the first six 
months of 1936. This figure does not 
include $47,000,000 of revenue bonds 
issued in January, 1937, by the Los 
Angeles Department of Water and 
Power to acquire the electric proper- 
ties of the Los Angeles Gas & Electric 
Corporation. 

Refunding operations during the first 
half of 1937 absorbed $438,260,699 
and $40,726,695 went for new capital. 

° 


Aluminum Co. to Finance 


The Aluminum Company of Amer- 
ica has arranged, through the Mellon 
Securities Corporation, for $30,000,- 


000 of new financing, consisting of 
$6,000,000 of bank loans, maturing 
in one, two and three years, and $24,- 
000,000 of 33 per cent 15-year de- 
bentures. The debentures will be sold 
privately to insurance companies. 
The 5 per cent debentures of the 
company, maturing in 1952, now out- 
standing in the amount of approxi- 
mately $19,000,000, will be retired 
out of proceeds of the new financing. 


International Paper & Power 
Recapitalization Plan to SEC 


The Securities and Exchange Com- 
mission has called a hearing for July 
15 on the new recapitalization plan 
of the International Paper and 
Power Company, approved by a 
large majority of the stockholders at 
the recent annual meeting. 

At the annual meeting Richard J. 
Cullen, president, told the stockhold- 
ers that earnings for the first six 
months of 1937 would be somewhat 
in excess of $4,750,000. This is a 
rate somewhat better than the budget 
figure of $9,000,000 for the entire 
year. Net profit for the six months 
ended June 30, 1936, was $262,542. 





Earnings Reports (Utilities) 


Net Income 
1937 1936 


*Kansas City Pwr. & " $4,656,511 $4,113,831 
0 


*Cons. Gas E.L. & P 

MRE. siudicdsevhaseucen 6,440,391 6,439,577 
*Oklahoma Gas & Electric 2,561,977 1,958,582 
pe 1,262,490 1,152,847 
*New Orleans Pub. Serv.. 815,387 374,637 
*Utah Pwr. & Lt. and 

SON: ods taeesteces daa 665,992 891,852 
“Penn. Pwr..@ Ut. occess< 7,941,885 8,251,687 
*Minnesota Pwr. & Lt.... 1,287,451 1,160,206 
*Montana Pwr. and subs. 3,858,434 2,770,656 
*Wash. Water Pwr. and 

WE. © Sacceeetsdmieesuee 2,620,778 2,688,855 
*Carolina Pwr. & Lt.... 2,430,960 1,693,978 
*Houston Lighting & Pwr 2,535,992 2,350,306 


*Twelve months ended May 831. 









































| | 
Name of Company Amount | Oftered | Period Class Purpose Interest | Price | Per Cent 
| (Par Value) | to | Rate Yield a 
‘Cincinnati Gas & Electric Co.......| $10,000,000 | Public | 30 | First mortgage bonds........ To reimburse for capital| 
| | expenditures and to pro- is 
vide funds for additions.| 3} 1024 3.35 
—— aupneeeensmneenesenen a a al tae -—-—— | --- ——-| anime en ieiuadin _— | — ——— 
Buffalo Niagara Electric Corp....... 17,029,000} Public 30 | General and refunding mort-| For payment of bonds of| 
gage bonds, serial C.......| compsny recently merg-| 
| ed and to meet cost of an 
| 4 improvement program..| 3} 102 3.39 
3,420,000 | Public | 1-5 OR ODOR Si Sb KORN bh vrancsn ees eea@uee es boon 2 100.68% sees 
| | to 
97.70 | ....-.. 
G30 1 Cree IO os ak cee cl Wiech Puan laccicecece kes 3 101.36 | 1}-3.40 
to 
| 98.31 
ROSES: [EARL EROMEOR 5 5a eee ckh 24 chido sdecsipe ness waee. 3} 100 | .--eerre 
to 
98} wan 
— ecicieiadl shad — - allan iia a - a > aii iaiaity ee 
Central Ohio Light & Power Co..... 750,000 | Public | 3 Convertible secured notes.....| Construction............ | 44 99} | om. 
Union Electric Co. of Missouri... ... 80,000,000 | Public | 25 First mortgage and collateral)! Refunding and other cor- ao 
| trust bonds...........0008 porate purposes....... 33 100 | a 
,000,000 | Public | PROMO, Se inisinse ot oc csth doin arth Ve eeeee seca eee aes 3 100} Be 














16 (150) 














ELECTRICAL WORLD + JULY 10, 1937 















Qnrns @ & = 





































































EQUIPMENT 


“Electric Spigot” 

ELectric TrrimmMers—The job of trimming ere 
blueprints or other paper is speeded and 
made less tiresome with the newly an- 
nounced electric shears, known as_ the 
“Spedo” electric trimmer. The device is 
said to trim paper of all thicknesses either 
dry or wet, a feature that should make it 
particularly useful in trimming blueprints. 
Chas. W. Speidel & Company, Philadelphia, 


are the manufacturers. 


the self-binder of the device, and attaching 
the “spigot” to the wall with two screws. 


OscILLoGRAPH DEVELOPMENTS—Type 24- 
XH cathode ray tube, a recent development 
of the Allen B. DuMont Laboratories, Inc., 
Upper Montclair, N. J., is a 2-in. tube, giv- 
OO000000) 7 ing four times the screen area of the 1-in. 


Uy 
) WWUUUUUUUU 
iinanor 
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tube. It is 75% in. long and has a large, 
octal, eight-pin base; heater voltage is 6.3 
volts, a.c. or d.c.; heater current, 0.6 amp. 
Ten milliwatts of power per sq.cm. of screen 
is maximum rating of the tube. 


Room Arr Conpitioner—Designed to 
furnish summer air conditioning in single 
rooms of a home or office without requiring 
a water connection, this new unit room air 





. conditioner has a built-in air-cooled con- Garage Door Opener Either a 1-in. or a 2-in. tube may be used 
; densing unit. Outside air is brought in with the Model RFO-3 oscillograph manu- 
through a window duct by a separate fan factured by the Hickok Electrical Instru- 


to cool the refrigerant in the condenser, manually operated switch inside the home ment Company, Cleveland, and having a 
absorbs the moisture condensed by the cool- closes and locks the garage and disconnect8 _ built-in electronic frequency modulator. 
ing coils and is discharged through the the switch or photo-electric eye and will, Tube screen in this model is recessed be- 
window. Cooling capacity is about 8,000 of course, also open and illuminate the hind the panel and thus shielded from ex- 
garage. The device, a product of the R. W. ternal light; range is stated as 3 to 150,000 
Seed Manufacturing Company, Upper Darby, cycles per second. 
Pa., employs a %-hp., 110-volt, 60-cycle, Two models offered by the Supreme In- 
single-phase motor. Three standard models struments Corporation, Greenwood, Miss., 
are designed to make it applicable to prac- are intended for use with the 2-in. tube. 
tically any garage door. Model 535, the larger of the two, employs 
a return sweep eliminator for completely re- 
moving high-frequency linear sweep return 
ILLuMINaTeD Bett PusH—An illuminated and provides a selective return sweep elim- 
doorbell push button manufactured by Dicto- _jnator for inclusion or rejection of the power 
Lite, 594 East Sixteenth Street, Brooklyn, supply frequency return sweep. Linear time 
illuminates upward toward the nameplate base oscillator covers range from 15 to over 
and also forward through the front of the 30,000 cycles. Model 530, the smaller model, 
button. The product is made so as to light employs only one—vertical—amplifier, also 
only when the button is pushed or to re- has selective return sweep eliminator. 
main lit all of the time. 


PayroLL TypewritER—An electric car- 
Outpoor OvutLets—“Electric Spigots” riage return is a feature of a new payroll 
have been designed by the National Electric typewriter designed to enable small and 
Products Corporation, Pittsburgh, to supply medium-sized concerns to meet Social Se- 
electric current for outdoor uses in the same curity report requirements efficiently and at 
way that the outside tap furnishes water. low cost. It writes four records at one 
A weatherproof hood and a cover hinged time—employee’s statement, earnings records, 
with a heavy spring cover protect the out- pay check or envelope and payroll journal. 
let proper from the elements. Installation The wide carriage is also said to make it 
B.t.u. per hour; this may be increased to consists in drilling a 1%-in. hole in garage, useful in preparing statistical or financial 
seit about 11,000 Btu. per hour by supplying garden or house wall, pulling the cable reports. Burroughs Adding Machine Com- 
© through the opening and connecting it to pay, Detroit, is marketing it. 





Summer Air Conditioner 





¥ a %-in. water line. No drain connection is 
. needed in either case, according to the 
maker, General Electric’s air conditioning 


department, Bloomfield, N. J. 


Juice Extracror—Called the “Veg-O- 
39 Mat, an electrically operated juice extrac- 
tor is designed to make possible more com- 
plete and easier the extraction of vegetable, 
, fruit and meat juices. It is powered by a 
4-hp. a.c. motor and is available from the 
Yeg-0-Mat Machine Company, 100 West 21st 

Street, New York. 





so 
TT Garace Door Opener—The flashing of a 

car headlight on a photo-electric eye puts 
3.75 pe Seed electric garage door opener into 
a5 peration, causing the garage doors to open | 
a - the garage lights to go on. (The de- i. ; 
es - may also be operated by a switch | cae ” i 
—_— ated on a post outside the garage.) A Jiluminated Doorbell Push Button Payroll Typewriter 
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Refrigerator Testing Lab 
Opened by Westinghouse 


Room temperature is said to be au- 
tomatically maintained at 80 deg. F, 
within a tolerance of one-half degree, 
plus or minus, at a new laboratory for 
checking the insulation efficiency of 
electric refrigerators, constructed at the 
Mansfield Works of the Westinghouse 
Electric & Manufacturing Company. 
According to Ralph Bisbee, chief 
inspector, who is responsible for its 
construction and maintenance, this 
laboratory is the most accurate of its 
kind used to determine insulating effi- 
ciency and performance tests. 


Regulator Concern Installs 
Display in Chicago Office 

Minneapolis-Honeywell Regulator 
Company recently expanded its facili- 
ties in Chicago and has taken over an 
entire floor in the Furniture Exhibition 
Building. 

A prominent feature of the new of- 
fice is a large display room in which 
controls and instruments are exhibited 
under actual operation. The display 
room is intended for the use of the 
entire automatic heating industry. 


Sodium Lighting Planned 
for New Canadian Bridge 


Sixty-two sodium luminaires, con- 
taining 10,000-lumen lamps, and _pat- 
terned after those installed on the San 
Francisco-Oakland Bay bridge, will 
light the new Pattulo bridge across the 
Fraser River at New Westminster, 12 
miles east of Vancouver, Canada, when 
it is opened in September, according 
to General Electric engineers. 

The installation, the first of its kind 
in Canada, will be made and main- 
tained by the provincial government, it 
is said. Photo-electric equipment will 
automatically switch on the lights when 
the level of natural light falls below a 
“safe seeing” level. 


° 


Anaconda Wire Gets Contract 
Anaconda Wire & Cable Company 


has been awarded contract by the 


Metropolitan Water District, Los 
Angeles, Calif., for 13.945 ft. of 


750,000 cm. and 1,164 ft. of No. 2, 
11,000-volt, three-conductor, paper- 


insulated lead-covered cable, at price 
of $47.232. 
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CoLUMBUS, 
Power 
Columbus, 
ceives bids until July 22 for equipment for 
five outdoor power substations, to be located 
at hydroelectric power plant at Columbus, 
near Monroe, Lincoln, Fremont and Norfolk, 


Nes.— Loup River 
District, 2307 
Harold 


Public 
Thirteenth Street, 
Kramer, secretary, re- 


Neb., respectively, including main power 
transformers and accessories, power and 
station service transformers, oil circuit 


breakers, disconnecting switches, fuses and 
fuse mountings, lightning arresters, instru- 
ment transformers and complete auxiliary 
equipment. Harza Engineering Company, 
205 West Wacker Drive, Chicago, IIl., is con- 
sulting engineer. 


PEARISBURG, VA.—American Cellulose 
& Chemical Manufacturing Company, 180 
Madison Avenue, New York, N.Y., plans 
installation of motors and controls, trans- 
formers and accessories, conveyors, regula- 
tors, electric hoists and other equipment 
in new cellulose rayon mill on tract of 1200 
acres of land on New River, Giles County, 
vicinity of Pearisburg, recently acquired. A 
power house will be built for mill service 
and electric-operated pumping station built 
for water supply. Entire project will cost 
about $5,000,000. 


LAFAYETTE, La.— Southwest Louisiana 
Electric Membership Corporation, Lafayette, 
recently organized, plans primary and sec- 
ondary lines for rural electrification in parts 
of Lafayette, Acadia, St. Martin and St. 
Landry Parishes, totaling about 460 miles, 
with outdoor power substation and service 
facilities. Work is scheduled to begin soon. 
Fund of $420,000 has been secured through 
federal aid. 


KNOXVILLE, TeNN.- Director of Purchases, 
Tennessee Valley Authority, Knoxville, re- 
ceives bids until July 15 for main power 
transformers, neutral grounding reactors and 
auto transformers for power plant at Pick- 
wick Landing Dam, as per specifications 
on file. 

Bay Minette, Ata.— Baldwin County 
Electric Membership Corporation, Bay Min- 
ette, receives bids until July 14 at office of 
Rural Electrification Administration, First 
National Bank Building, Montgomery, Ala., 
project engineer, for primary and secondary 
lines for rural electrification in parts of 
Baldwin and Monroe Counties, totaling 230 
miles, including poles, pole hardware and 
fittings, wire and cable, transformers and 
accessories, service facilities and complete 
auxiliary equipment. (Cost estimated close 
to $230,000). 


Leominster, Mass.—Cluett, Peabody & 
Company, Inc., First Street, plans installa- 
tion of motors and controls, conveyors, regu- 
lators and other equipment in new four- 
story addition to men’s wear manufacturing 
plant. Cost about $160,000. Charles T. 
Main, Inc., 201 Devonshire Street, Boston, 
Mass., is architect and engineer. 


Sarpis, Miss.—State Planning Commis- 
sion, Jackson, Miss. L. J. Folse, director, 
in co-operation with War Department, Wash- 
ington, D.C., plans construction of 110,000- 
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volt transmission line from connection with 
TVA power system in Northern part of Miss- 
issippi to site of new dam at Sardis. Engi- 
neering Division of War Department will be 
in charge of plans and surveys. 


Omana, Nes.—Nebraska Power Company 
has plans maturing for proposed steam- 
electric generating plant at O and Twenty- 
sixth Streets, and will begin work on pro- 
ject early in August. Cost estimated over 


$1,000,000. 


Oxnarp, Catir.—Seaboard Lemon Asso- 
ciation plans installation of motors and con- 
trols, conveyors, loaders, air-conditioning 
system and other equipment in new one and 
three-story packing plant. Proposed to be- 
gin work soon. Cost about $150,000. W.W. 
Ache, 301 North Citrus Avenue, Los Ange- 


les, Calif., is architect. 


Davenport, Towa—Fastern Iowa Light & 
Power Co-operative, Inc., 1304 West Fourth 
Street, Davenport, receives bids until July 
21 for primary and secondary lines for 
extension of rural electrification system in 
parts of Cedar and Muscatine Counties, 
totaling about 93 miles, including poles, 
pole fittings and hardware, wire and cable, 
transformers, service facilities and acces- 
sory equipment. John P. Hand, 1933 Main 
Street, Davenport, is engineer. (Organiza- 
tion has constructed about 250 miles of a 
total of 450 miles of rural lines, for which 
a total fund of $452,000 has been secured 
through federal aid.) 


Brookiyn. N.Y.—Bureau of Yards and 
Docks, Navy Department, Washington, D.C. 
receives bids until July 14 for equinment 
for power house at Naval Hospital, Brook- 
lyn, including watertube boilers. oil burn- 
ers, feedwater heater, storage tanks, pimps, 
combustion control equipment, etc. (Speci- 


fications 8418). 


Provipence, R.I.—Narragansett Electric 
Company has plans nearing completion for 
proposed new steam-electric generatin« sta- 
tion, estimated to cost close to $2 000,000. 
and will proceed with work on project at 
early date. United Engineers & Cons'ruct- 
ors, Inc, 1401 Arch Street, Philadelphia, 
Pa., is engineer. 


Lrxcotn, Nes.—Eastern Nebraska Public 
Power District, 204 Sovth Eleventh Street, 
Lincoln, George W. Kline, secretary. has 
plans under way for transmission and dis- 
tributing lines for its No. 4 Project, com- 
prising about 425 miles. with power sub- 
stations and service facilities. Cost about 
€400 000. Financing in last noted amount 
is being arranged  throush federal _ aid. 
Hennineson Encineering Comnany, Union 
State Bank Building, Omaha, Neb. is com 
sulting engineer. 


Lenor. NC.—Duke Power Company, 
Charlotte. NC. has avnroved nlans for new 
transmission line from hydro-electric genet 
atine station at Rhodhiss to Lenoir. to be 


used for auxiliary service, and will pre 
ceed with work at once. Cost close 
$50 000. 




















